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UNCLASSIFIED 
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ACTION EA-07 

INFO OCT-01 ISO-OO EB-05 RSC-01 DRC-01 /015W 

— - 100982 

PR 150356Z JAN 74 
FM AMEMBASSY SEOUL 
TO USDOC WASHDC PRIORITY 
AMEMBASSY TAIPEI 
AMEMBASSY TOKYO 
CINCPAC 

INFO SECSTATE WASHDC 2037 

UNCLAS SEOUL 0307 

USDOC FOR DISTEFANO 

CINCPAC FOR POLAD 

TAIPEI FOR GEYERMAN 

E.O. 11652: N/A 
TAGS: BEXP, KS 

SUBJECT: U.S. TRADE CENTER SEOUL - 150 KVA TRANSFORMER 
REF: TOKYO 0485 AND 0424 

1. EMBASSY IS CONSTRUCTING U.S. TRADE CENTER IN CHANCERY 
FOR SCHEDULED OPENING ON MARCH 20 AND NEEDS 150 KVA 
TRANSOFRMER URGENTLY. 

2. SPECIFICATIONS FOR TRANSFORMER ARE - 150 KVA, 60 HZ, 

4160 V PRI 120V/208 VY SEC 3 PHASE 4 WIRE SYSTEM. 

3. SAM LEE AND SAM PARK HAVE LOCATED SUBSTITUTE HIGH 
VOLTAGE SWITCH AND PANEL BOARDS, AND WILL REPORT 

WITHIN 24 HOURS WHETHER THESE ACCEPTABLE. NO LUCK ON TRANSFORMER 
SO FAR. 

4. FOR CINCPAC POLAD. PLEASE HELP US LOCATE TRANSFORMER EITHER 
EXCESS OR ON REIMBURSABLE BASIS. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 JAN 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974SEOUL00307 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: SEOUL 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 97401 40/aaaabmac.tel 

Line Count: 70 
Locator: TEXT ON-LINE 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: TOKYO 0485 AND 0424 
Review Action: RELEASED, APPROVED 
Review Authority: smithrj 
Review Comment: n/a 
Review Content Flags: 

Review Date: 22 APR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <22 APR 2002 by elbezefj>; APPROVED <21 -Nov-2002 by smithrj> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: U.S. TRADE CENTER SEOUL - 150 KVA TRANSFORMER 
TAGS: BEXP, KS 
To: n/a 
Type: TE 
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